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therapy (Mathews and Smith). 2000;84:585-8 
Development and application of a new abrasion testing device 
(Lindquist and Stanford). 2000;84:635-41 
Device for recording the path of insertion for removable partial 
dentures (Bezzon et al). 2000;84:136-8 
Effectiveness of two devices designed to prevent fluid retraction 
in a high-speed handpiece (Montebugnoli and Dolci) 
2000;84:225-8 
Stabilization of measuring device during range of motion evalu 
ation (Robinson and Rivera- Morales). 2000;84:245 
Sterilization of reusable implant components: a pilot study (Cain 
et al). 2000;84:608-11 
Esthetics 
Diagnostic management of interdental spacing (Chaimattayompol 
and Wong). 2000;84:467-9 
Double-layer porcelain veneers: effect of layering on resulting 
veneer color (Zhang et al). 2000;84:425-31 
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Functional impression technique in the management of an 
unusual facial defect: a clinical report (Pow and McMillan). 
2000;84:458-61 

Management of unfavorable implant placement: a clinical report 
Rungcharassaeng and Kan). 2000;84:264-8 

rhree-vear clinical evaluation of direct and indirect composite 
restorations in posterior teeth (Manhart et al). 2000;84:289-96 

Trial anterior artificial tooth arrangement for an immediate den 
ture patient: a clinical report (Soni). 2000;84:260-3 

Evidence-based dentistry 

How to evaluate a dental article about harm (Jacob and Lloyd). 
2000;84:8-16 

Che overview: an article that interrogates the literature (Felton 
and Lang). 2000;84:17-21 

Extension 
Immediate lingual flange extension (Sato et al). 2000;84:583-4 


F 
Face 
Functional impression technique in the management of an 
unusual facial defect: a clinical report (Pow and McMillan). 
2000;84:458-61 
Irritation test of tissue adhesives for facial prostheses (Dahl and 
Polyzois). 2000;84:453-7 
Face masks 
Fabrication of a facial shield to prevent facial injuries during sport- 
ing events: a clinical report (Kaplan et al). 2000;84:387-9 
Facial injuries 
Fabrication of a facial shield to prevent facial injuries during sport 
ing events: a clinical report ( Kaplan et al). 2000;84:387-9 
Facial prosthesis; see Maxillofacial prosthesis 
Fatigue 
Corrosion-fatigue life of commercially pure titanium and Ti-6Al- 
4V alloys in different storage environments (Zavanelli et al). 
2000;84:274-9 
Follow-up studies 
Five-year tollow-up of InCeram laminate restorations: a clinical 
report (Cehreli and Cioglu). 2000;84:487-9 
Prospective clinical 5-year study of ceramic veneered titanium 
restorations with the Procera system (Lévgren et al). 
2000;84:5 14-21 
Force 
In vivo force measurements on maxillary implants supporting a 
fixed prosthesis or an overdenture: a pilot study (Mericske 
Stern et al). 2000;84:535 
Fractures 
Corrosion-fatigue life of commercially pure titanium and Ti-6Al- 
4V alloys in different storage environments (Zavanelli et al). 
2000;84:274-9 
Fracture resistance of Class II approximal slot restorations 
(Yaman et al). 2000;84:297-302 
Fracture resistance of posterior metal-free polymer crowns 
Rammelsberg et al). 2000;84:303-8 
In vivo evaluation of the surface of posterior resin composite 
restorations: a pilot study (Pesun et al). 2000;84:353-9 
Influence of post placement in the fracture resistance of 
endodontically treated incisors veneered with direct com 
posite ( Baratieri et al). 2000;84:180-4 


G 
Glass 
Resin-bonded, glass fiber-reinforced composite fixed partial den 
tures: a clinical study (Vallittu and Sevelius). 2000;84:413-8 
Glossectomy 


Neutral zone approach for denture fabrication for a partial glos- 


sectomy patient: a clinical report (Ohkubo et al). 
2000-84:390-3 
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Gold 
Measurement of the dimensions and abutment rotational free 
dom of gold-machined 31 UCLA (Vigolo et al). 
2000;84:548-53 
visional gold-resin restoration executed through an indirect 
direct procedure: a clinical report (Caputi et al). 
2000;84:125-8 
Goniometer 
Use of an ultrahigh-speed laser scanner for constructing three 
dimensional shapes of dentition and occlusion (Sohmura et 
al). 2000;84:345-52 


H 
Handpiece; see Equipment and supplies 
Harm 
How to evaluate a dental article about harm (Jacob and Lloyd). 
2000;84:8-16 
Head frame 
Adaptation of a relocatable head frame for stereotactic radio 
therapy (Mathews and Smith). 2000;84:585-8 
Helium 
Effect of pressure of helium, argon, krypton, and xenon on the 
porosity, microstructure, and mechanical properties of com 
mercially pure titanium castings ( Zinelis). 2000;84:575-82 
Homograft; see Transplantation, homologous 


Implantation, endosseous 
Effect of osseointegrated implants on the coordination of masti- 
catory muscles: a pilot study (Gartner et al). 2000;84:185-93 
A role for surface topography in creating and maintaining bone 
at titanium endosseous implants (Cooper). 2000;84:522-34 
Implants 
Accuracy of three corrective techniques for implant bar fabrica 
tion (Romero et al). 2000;84:602-7 
Bilaminar dual-purpose stent for placement of dental implants 
Cehreli et al). 2000;84:55-8 
Changes in the edentulous maxilla in persons wearing 
implant-retained mandibular overdentures (Niarhi et al). 
2000;84:43-9 
Clinical evaluation of single-tooth mini-implant restorations: a 
five-vear retrospective study 
2000;84:50-4 
Effect of anchorage systems and extension base contact on load 


(Vigolo and Givani) 


transfer with mandibular implant-retained overdentures 
(Sadowsky and Caputo). 2000;84:327-34 

Eftect of repeated closures on opening torque values in seven 
abutment-implant systems (Weiss et al). 2000;84:194-9 

Experimentally induced abutment strains in three types of single 
molar implant restorations (Seong et al). 2000;84:318-26 

riber-reinforced composite framework for implant-supported 
overdentures (Duncan et al). 2000;84:200-4 

Guidelines for splinting implants (Becker et al). 2000;84:210-4 

In vivo force measurements on maxillary implants supporting a 
fixed prosthesis or an overdenture: a pilot study (Mericske 
Stern et al). 2000;84:535 

Implant-retained cantilever fixed prosthesis: where and when 
Becker and Kaiser). 2000;84:432-5 

Management of unfavorable implant placement: a clinical report 
(Rungcharassaeng and Kan). 2000;84:264-8 

Measurement of the dimensions and abutment rotational free 
dom of gold-machined 3i UCLA (Vigolo et al). 
2000;84:548-53 

Peri-implant skin graft for a craniofacial prosthesis (Anastassov 
and Asher). 2000;84:215-6 

Prefabricated acrylic resin bars for splinting implant transfer cop- 
ings (Dumbrigue et al). 2000;84:108-10 
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Sterilization of reusable implant components: a pilot study (Cain 
et al). 2000;84:608-1 1 
Impression materials 
Effect of surface treatments on the wettability of vinyl polysilox 
ane impression materials ( Kess et al). 2000;84:98-102 
Simple technique for making custom impression trays (Leknius 
and Henderson ). 2000;84:371 
Impression technique 
Accuracy of casts generated from dual-arch impressions 
Breeding and Dixon). 2000;84:403-7 
Functional impression technique in the management of an 
unusual facial defect: a clinical report (Pow and McMillan). 
2000;84:458-61 
Impression procedure for patients with severely limited mouth 
opening (Baker et al). 2000;84:241-4 
Simple method of boxing a final impression (Ivanhoe and 
Mahanna). 2000;84:111-2 
In memoriam 
In memoriam—lI. Kenneth Adisman, DDS, MS (McGivney). 
2000;84:1 
Incisor 
Influence of post placement in the fracture resistance of 
endodontically treated incisors veneered with direct compos 
ite ( Baratieri et al). 2000;84:180-4 
Indian Prosthodontic Society 
Indian Prosthodontic Society—tounded in 1973. 2000;84:249-52 
Inlays 
Marginal-fit and short-term clinical performance of porcelain 
veneered CICERO, CEREC, and Procera onlays (Denissen 
et al). 2000;84:506-13 
Instruments 
Sterilization of reusable implant components: a pilot study (Cain 
et al). 2000;84:608-11 
Interdental spacing 
Diagnostic management of interdental spacing (Chaimattayompol 
and Wong). 2000;84:467-9 
Irritants 
Irritation test of tissue adhesives for facial prostheses (Dahl and 
Polyzois). 2000:84:453-7 
Israel Society of Oral Rehabilitation 
rhe Israel Society of Oral Rehabilitation—founded in 1968. 
2000;84:5-7 


Japan Prosthodontic Society 
The Japan  Prosthodontic 
2000;84:380-2 
Jaw, edentulous 
Changes in the edentulous maxilla in persons wearing implant 


Societv—tounded in 1933. 


retained mandibular overdentures (Niarhi et al). 
2000;84:43-9 
Sectional collapsed denture for a partially edentulous patient 
with microstomia: a clinical report (Suzuki et al). 
2000;84:256-9 
Journal article 
How to evaluate a dental article about harm (Jacob and Lloyd 
2000;84:8-16 
Phe overview: an article that interrogates the literature (Felton 
and Lang). 2000;84:17-21 
The Journal of Prosthetic Dentistry 
News from the Editorial of The Journal of Prosthetic Dentistry. 
2000;84:484-6 
Judson C. Hickey Scientific Writing Award 
Sectional collapsed denture for a partially edentulous patient 
with microstomia: a clinical report (Suzuki et al). 
2000;84:256-9 
Wear and surface roughness of current prosthetic composites 
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after toothbrush/dentifrice abrasion (Tanoue et al) 
2000;84:93-7 


K 
Korean Academy of Prosthodontics 
The Korean Academy of Prosthodontics—founded in 1959 
2000;84:477-80 
Krypton 
Effect of pressure of helium, argon, krypton, and xenon on the 
porosity, microstructure, and mechanical properties of com 
mercially pure titanium castings (Zinelis). 2000;84:575-82 


L 
Laboratories, dental 
Laboratory considerations in rotational path removable partial 
dentures (Ivanhoe ). 2000;84:470-2 
Laminates 
Five-year follow-up of InCeram laminate restorations: a clinical 
report (Cehreli and Cioglu). 2000;84:487-9 
Laryngectomy 
Custom retainer for the Blom-Singer adjustable tracheostoma 
valve (Smith et al). 2000;84:341-4 
Lasers 
Differences in bonding to acid-etched or Er:YAG-laser—treated 
enamel and dentin surfaces (Martinez-Insua ct al 
2000;84:280-8 
Use of an ultrahigh-speed laser scanner for constructing three 
dimensional shapes of dentition and occlusion (Sohmura et 
al). 2000;84:345-52 
Leakage 
Effectiveness of metal surface treatments in controlling 
microleakage of the acrylic resin-metal framework interface 
Sharp et al). 2000;84:617-22 
Microleakage study of various soft denture liners by autoradiog 
raphy: effect of accelerated aging (Anil et al). 2000;84:394-9 
Letters 
Letters. 2000;84:114-5, 372-3 
Light 
Effect of variable light intensity on composite shrinkage 
(Dennison et al). 2000;84:499-505 
Lingual flange 
Immediate lingual flange extension (Sato et al). 2000;84:583 
Literature review 
Annual review of selected dental literature: report of the 
Committee on Scientific Investigation of the American 
Academy of Restorative Dentistry (Allen et al). 2000;84:59-92 
How to evaluate a dental article about harm (Jacob and Lloyd 
2000;84:8-16 
The overview: an article that interrogates the literature (Felton 
and Lang). 2000;84:17-21 
Loading 
Changes in marginal gap size of provisional resin crowns after 
occlusal loading and thermal cycling (Ehrenberg and 
Weiner). 2000;84:139-48 
Effect of anchorage systems and extension base contact on load 
transfer with mandibular implant-retained overdentures 
Sadowsky and Caputo). 2000;84:327-34 
Effect of crown lengthening and ferrule placement on static load 
failure of cemented cast post-cores and crowns (Gegautf 
2000;84:169-79 
Influence of metal surface finishing on porcelain porosity and 
beam failure loads at the metal-ceramic interface (Hofstede et 
al). 2000;84:309-17 


M 
Magnetics 


Magnetically connected removable sectional denture for a max 
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illary defect with severe undercut: a clinical report 
(Matsumura and Kawasaki). 2000;84:22-6 
Mandible 
Changes in the edentulous maxilla in persons wearing 
implant-retained mandibular overdentures (Narhi et al). 
2000;84:43-9 
Effect of anchorage systems and extension base contact on load 
transfer with mandibular implant-retained overdentures 
(Sadowsky and Caputo). 2000;84:327-34 
Fabrication of a two-piece superstructure for a fixed detach- 
able implant-supported mandibular complete denture 
(Golden et al). 2000;84:205-9 
Immediate lingual flange extension (Sato et al). 2000;84:583-4 
Mandibular condyle 
Condylar repositioning in mandibular retrusion (Wilson and 
Nairn). 2000;84:612-6 
Marginal fit 
Marginal-fit and short-term clinical performance of porcelain- 
veneered CICERO, CEREC, and Procera onlays (Denissen 
et al). 2000;84:506-13 
Marginal gap 
Changes in marginal gap size of provisional resin crowns after 
occlusal loading and thermal cycling (Ehrenberg and 
Weiner). 2000;84:139-48 
Masticatory force 
Accuracy of three corrective techniques for implant bar fabrica- 
tion (Romero et al). 2000;84:602-7 
Masticatory muscles 
Effect of osseointegrated implants on the coordination of 
masticatory muscles: a pilot study (Gartner et al). 
2000;84:185-93 
Maxilla 
Changes in the edentulous maxilla in persons wearing implant- 
retained mandibular overdentures ( Narhi et al). 2000;84:43-9 
In vivo force measurements on maxillary implants supporting a 
fixed prosthesis or an overdenture: a pilot study (Mericske- 
Stern et al). 2000;84:535-47 
Magnetically connected removable sectional denture for a max- 
illary defect with severe undercut: a clinical report 
(Matsumura and Kawasaki). 2000;84:22-6 
Management of unfavorable implant placement: a clinical report 
(Rungcharassaeng and Kan). 2000;84:264-8 
Maxillofacial injuries 
Interdisciplinary treatment of severe maxillofacial trauma: a clin- 
ical report (Morton et al). 2000;84:133-5 
Maxillofacial prosthesis 
Effect of adhesive retention on maxillofacial prostheses. Part I: 
skin dressings and solvent removers (Kiat-amnuay et al). 
2000;84:335-40 
Irritation test of tissue adhesives for facial prostheses (Dahl and 
Polyzois). 2000;84:453-7 
Peri-implant skin graft for a craniofacial prosthesis (Anastassov 
and Asher). 2000;84:215-6 
Reinforcement of facial prosthetic dental stone molds (Moon 
and Gettys). 2000;84:113 
Mechanical properties 
Changes in the mechanical properties and surface texture of 
compomer immersed in various media (Abu-bakr et al). 
2000;84:444-52 
Effect of pressure of helium, argon, krypton, and xenon on 
the porosity, microstructure, and mechanical properties 
of commercially pure titanium castings (Zinelis). 
2000;84:575-82 
Mental foramen 
Quantitative sensory nerve conduction threshold (sNCT) evalu- 
ation of the trigeminal nerve at the mental foramen area 
(Lerner et al). 2000;84:103-7 


SUBJECT INDEX 


Metal ceramic alloys 
Comparison of the tensile bond strength of high-noble, noble, 
and base metal alloys bonded to enamel (Sen et al). 
2000-:84:561-6 
Corrosion-fatigue life of commercially pure titanium and Ti-6Al- 
4V alloys in different storage environments (Zavanelli et al). 
2000;84:274-9 
Effect of a new metal primer on the bond strength between a 
resin cement and two high-noble alloys (Antoniadou et al). 
2000;84:554-60 
Effectiveness of metal surface treatments in controlling 
microleakage of the acrylic resin-metal framework interface 
(Sharp et al). 2000;84:617-22 
In vitro and in vivo corrosion evaluation of nickel-chromium- 
and copper-aluminum-based alloys (Benatti et al). 
2000;84:360-3 
Influence of metal surface finishing on porcelain porosity and 
beam failure loads at the metal-ceramic interface (Hofstede et 
al). 2000;84:309-17 
Measurement of the dimensions and abutment rotational free- 
dom of gold-machined 3i UCLA (Vigolo et al). 
2000;84:548-53 
Strengths of composite bonded to base metal alloy using dentin 
bonding systems (Knight et al). 2000;84:149-53 
Metals 
Cytotoxicity of dental alloys, metals, and ceramics assessed by 
Millipore filter, agar overlay, and MTT tests (Sj6gren et al). 
2000;84:229-36 
Microleakage 
Effectiveness of metal surface treatments in controlling 
microleakage of the acrylic resin-metal framework interface 
(Sharp et al). 2000;84:617-22 
Microleakage study of various soft denture liners by autoradiog- 
raphy: effect of accelerated aging (Anil et al). 2000;84:394-9 
Microstomia 
Sectional collapsed denture for a partially edentulous patient 
with microstomia: a clinical report (Suzuki et al). 
2000;84:256-9 
Microstructure 
Effect of pressure of helium, argon, krypton, and xenon on the 
porosity, microstructure, and mechanical properties of com- 
mercially pure titanium castings (Zinelis). 2000;84:575-82 
Molar 
Experimentally induced abutment strains in three types of single- 
molar implant restorations (Seong et al). 2000;84:318-26 
Molds 
Reinforcement of facial prosthetic dental stone molds (Moon 
and Gettys). 2000;84:113 
Mouth 
Impression procedure for patients with severely limited mouth 
opening (Baker et al). 2000;84:241-4 
Prosthodontic management of limited oral access after ablative 
tumor surgery: a clinical report (Cheng et al). 2000;84:269-73 
Mouth guards 
Fabrication of a facial shield to prevent facial injuries during sport- 
ing events: a clinical report (Kaplan et al). 2000;84:387-9 


N 
Neoplasms 
Prosthodontic management of limited oral access after ablative 
tumor surgery: a clinical report (Cheng et al). 2000;84:269-73 
Neural conduction 
Quantitative sensory nerve conduction threshold (sNCT) evalu- 
ation of the trigeminal nerve at the mental foramen area 
(Lerner et al). 2000;84:103-7 
Neutral zone 


Neutral zone approach for denture fabrication for a partial 
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glossectomy patient: a clinical report (Ohkubo et al). 
2000;84:390-3 


Nickel 


In vitro and in vivo corrosion evaluation of nickel-chromium- 


and copper-aluminum-based alloys (Benatti et al). 
2000;84:360-3 

Use of x-ray photoelectron spectroscopy and cyclic polarization 
to evaluate the corrosion behavior of six nickel-chromium 
alloys before and after porcelain-fused-to-metal firing (Roach 
et al). 2000;84:623-34 


O 
Obituaries 
In memoriam—lI. Kenneth Adisman, DDS, MS (McGivney). 
2000;84:1 
Occlusal force 
Accuracy of three corrective techniques for implant bar fabrica- 
tion (Romero et al). 2000;84:602-7 
Occlusion 
Changes in marginal gap size of provisional resin crowns after 
occlusal loading and thermal cycling (Ehrenberg and 
Weiner). 2000;84:139-48 
Computer modeling of occlusal surfaces of posterior teeth with 
the CICERO CAD/CAM system (Olthoff et al). 
2000;84:154-62 
Correlation of noncarious cervical lesion size and occlusal wear 
in a single adult over a 14-year time span (Pintado et al). 
2000;84:436-43 
Use of an ultrahigh-speed laser scanner for constructing three- 
dimensional shapes of dentition and occlusion (Sohmura et 
al). 2000;84:345-52 
Orthodontics 
Analysis of lateral tooth movement during forced orthodontic 
eruption (Ziskind et al). 2000;84:462-6 
Osseointegration 
Effect of osseointegrated implants on the coordination of masti- 
catory muscles: a pilot study (Gartner et al). 2000;84:185-93 
Outcome assessment 
Prospective clinical 5-year study of ceramic veneered titanium 
restorations with the Procera system (Lévgren et al). 
2000;84:514-21 
Overdenture; see Denture, overlay 


P 
Periodontal dressings 
Effect of adhesive retention on maxillofacial prostheses. Part I: 
skin dressings and solvent removers (Kiat-amnuay et al). 
2000;84:335-40 
Periodontal splints 
Guidelines for splinting implants (Becker et al). 2000;84:210-4 
Prefabricated acrylic resin bars for splinting implant transfer cop- 
ings (Dumbrigue et al). 2000;84:108-10 
Polymerization 
Effect of variable light intensity on composite shrinkage 
(Dennison et al). 2000;84:499-505 
Polymers 
Effect of water temperature during polymerization on strength 
of autopolymerizing resin (Ogawa et al). 2000;84:222-4 
Fracture resistance of posterior metal-free polymer crowns 
(Rammelsberg et al). 2000;84:303-8 
Polysiloxane 
Effect of surface treatments on the wettability of vinyl polysilox- 
ane impression materials (Kess et al). 2000;84:98-102 
Porcelain 
Bond strength of three porcelains to two forms of titanium using 
two firing atmospheres (Atsii and Berksun). 2000;84:567-74 
Double-layer porcelain veneers: effect of layering on resulting 
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veneer color (Zhang et al). 2000;84:425-31 
Five-year follow-up of InCeram laminate restorations: a clinical 
report (Cehreli and Cioglu). 2000;84:487-9 
Influence of metal surface finishing on porcelain porosity and 
beam failure loads at the metal-ceramic interface (Hofstede et 
al). 2000;84:309-17 
Marginal-fit and short-term clinical performance of porcelain- 
veneered CICERO, CEREC, and Procera onlays (Denissen 
et al). 2000;84:506-13 
Measurement of the dimensions and abutment rotational free- 
dom of gold-machined 3i UCLA (Vigolo et al). 
2000;84:548-53 
Use of x-ray photoelectron spectroscopy and cyclic polarization 
to evaluate the corrosion behavior of six nickel-chromium 
alloys before and after porcelain-fused-to-metal firing (Roach 
et al). 2000;84:623-34 
Porosity 
Effect of pressure of helium, argon, krypton, and xenon on the 
porosity, microstructure, and mechanical properties of com- 
mercially pure titanium castings (Zinelis). 2000;84:575-82 
Influence of metal surface finishing on porcelain porosity and 
beam failure loads at the metal-ceramic interface (Hofstede et 
al). 2000;84:309-17 
Post and core technique 
Effect of crown lengthening and ferrule placement on static load 
failure of cemented cast post-cores and crowns (Gegauff). 
2000;84:169-79 
Effect of ring liner and casting ring temperature on the dimen- 
sion of cast posts (Del Castillo et al). 2000;84:32-7 
Influence of post placement in the fracture resistance of 
endodontically treated incisors veneered with direct compos- 
ite (Baratieri et al). 2000;84:180-4 
Torsional resistance of crowns cemented to composite cores 
involving three stainless steel endodontic post designs 
(Cohen et al). 2000;84:38-42 
Pressure 
Effect of pressure of helium, argon, krypton, and xenon on the 
porosity, microstructure, and mechanical properties of com- 
mercially pure titanium castings (Zinelis). 2000;84:575-82 
Prevention and control 
Assessment of plaque prevention on dentures using an experi- 
mental cleanser (Sheen and Harrison). 2000;84:594-601 
Fabrication of a facial shield to prevent facial injuries during sport- 
ing events: a clinical report (Kaplan et al). 2000;84:387-9 
Primers 
Effect of a new metal primer on the bond strength between a 
resin cement and two high-noble alloys (Antoniadou et al). 
2000;84:554-60 
Prosthesis 
Implant-retained cantilever fixed prosthesis: where and when 
(Becker and Kaiser). 2000;84:432-5 
Irritation test of tissue adhesives for facial prostheses (Dahl and 
Polyzois). 2000;84:453-7 
Tooth-supported telescopic prostheses in compromised denti- 
tions: a clinical report (Langer and Langer). 2000;84:129-32 
Wear and surface roughness of current prosthetic composites 
after toothbrush/dentifrice abrasion (Tanoue et al). 
2000;84:93-7 
Prosthesis coloring 
Double-layer porcelain veneers: effect of layering on resulting 
veneer color (Zhang et al). 2000;84:425-31 
Provisional restoration; see Restoration, temporary 


R 
Radiography 
Microleakage study of various soft denture liners by autoradiog- 
raphy: effect of accelerated aging (Anil et al). 2000;84:394-9 
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Radiotherapy 
Adaptation of a relocatable head frame for stereotactic radio- 
therapy (Matthews and Smith). 2000;84:585-8 
Range of motion 
Stabilization of measuring device during range of motion evalu- 
ation (Robinson and Rivera-Morales). 2000;84:245 
Reader’s round table 
Letters. 2000;84:114-5, 372-3 
Resins 
Effect of a new metal primer on the bond strength between a 
resin cement and two high-noble alloys (Antoniadou et al). 
2000;84:554-60 
Effect of variable light intensity on composite shrinkage 
(Dennison et al). 2000;84:499-505 
Effect of water temperature during polymerization on strength 
of autopolymerizing resin (Ogawa et al). 2000;84:222-4 
Effectiveness of metal surface treatments in controlling 
microleakage of the acrylic resin-metal framework interface 
(Sharp et al). 2000;84:617-22 
Fiber-reinforced composite framework for implant-supported 
overdentures (Duncan et al). 2000;84:200-4 
Fracture resistance of Class II approximal slot restorations 
(Yaman et al). 2000;84:297-302 
Fracture resistance of posterior metal-free polymer crowns 
(Rammelsberg et al). 2000;84:303-8 
In vivo evaluation of the surface of posterior resin composite 
restorations: a pilot study (Pesun et al). 2000;84:353-9 


Influence of post placement in the fracture resistance of 


endodontically treated incisors veneered with direct compos- 
ite (Baratieri et al). 2000;84:180-4 

Prefabricated acrylic resin bars for splinting implant transfer cop- 
ings (Dumbrigue et al). 2000;84:108-10 

Provisional gold-resin restoration executed through an indi- 
rect-direct procedure: a clinical report (Caputi et al). 
2000;84:125-8 

Reinforcement of facial prosthetic dental stone molds (Moon 
and Gettys). 2000;84:113 

Resin-bonded, glass fiber-reinforced composite fixed partial 
dentures: a clinical study (Vallittu and Sevelius). 
2000;84:413-8 

Strengths of composite bonded to base metal alloy using 
dentin bonding systems (Knight et al). 2000;84:149-53 

Three-year clinical evaluation of direct and indirect compos- 
ite restorations in posterior teeth (Manhart et al). 
2000;84:289-96 

Torsional resistance of crowns cemented to composite cores 
involving three stainless steel endodontic post designs 
(Cohen et al). 2000;84:38-42 

Wear and surface roughness of current prosthetic composites 
after toothbrush/dentifrice abrasion (Tanoue et al). 
2000;84:93-7 

Restoration, permanent 


Clinical evaluation of allografts and homografts for restoration of 


missing tooth structure (Della Bona and Boscato) 
2000;84:163-8 

Clinical evaluation of single-tooth mini-implant restorations: 
a five-year retrospective study (Vigolo and Givani). 
2000;84:50-4 

Computer modeling of occlusal surfaces of posterior teeth with 
the CICERO CAD/CAM system (Olthoff et al). 
2000;84:154-62 

Experimentally induced abutment strains in three types of single- 
molar implant restorations (Seong et al). 2000;84:318-26 

Five-year follow-up of InCeram laminate restorations: a clinical 
report (Cehreli and Cioglu). 2000;84:487-9 

Fracture resistance of Class II approximal slot restorations 
(Yaman et al). 2000;84:297-302 
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In vivo evaluation of the surface of posterior resin composite 
restorations: a pilot study (Pesun et al). 2000;84:353-9 
Prospective clinical 5-year study of ceramic veneered titanium 
restorations with the Procera system (Lévgren et al). 
2000;84:514-21 
Three-year clinical evaluation of direct and indirect composite 
restorations in posterior teeth (Manhart et al). 2000;84:289 
96 
Restoration, temporary 
Changes in marginal gap size of provisional resin crowns after 
occlusal loading and thermal cycling (Ehrenberg and 
Weiner ). 2000;84:139-48 
Fabrication of an indirect-direct provisional fixed partial denture 
(Bennani). 2000;84:364-5 
Provisional gold-resin restoration executed through an indirect- 
direct procedure: a clinical report (Caputi et al). 
2000;84:125-8 
Retainer 
Custom retainer for the Blom-Singer adjustable tracheostoma 
valve (Smith et al). 2000;84:341-4 
Retention 
Effect of adhesive retention on maxillofacial prostheses. Part I: 
skin dressings and solvent removers (Kiat-amnuay et al). 
2000;84:335-40 
Effect of anchorage systems and extension base contact on load 
transfer with mandibular implant-retained overdentures 
(Sadowsky and Caputo). 2000;84:327-34 
Fabrication of a two-piece superstructure for a fixed detachable 
implant-supported mandibular complete denture (Golden et 
al). 2000;84:205-9 
Magnetically connected removable sectional denture for a max- 
illary defect with severe undercut: a clinical report 
(Matsumura and Kawasaki). 2000;84:22-6 
Neutral zone approach for denture fabrication for a partial glos- 
sectomy patient: a clinical report (Ohkubo et al). 
2000;84:390-3 
Tooth-supported telescopic prostheses in compromised 
dentitions: a clinical report (Langer and Langer). 
2000;84:129-32 
Retrusion 
Condylar repositioning in mandibular retrusion (Wilson and 
Nairn). 2000;84:612-6 
Rotation 
Laboratory considerations in rotational path removable partial 
dentures (Ivanhoe ). 2000;84:470-2 
Measurement of the dimensions and abutment rotational free- 
dom of gold-machined 31 UCLA (Vigolo et al). 
2000;84:548-53 


S 
Scientific Writing Award 
Sectional collapsed denture for a partially edentulous patient 
with microstomia: a clinical report (Suzuki et al). 
2000;84:256-9 
Wear and surface roughness of current prosthetic composites 
after toothbrush/dentifrice abrasion (Tanoue et al). 
2000;84:93-7 
Screws; see Bone screws 
Sensory nerve conduction threshold 
Quantitative sensory nerve conduction threshold (sNCT) evalu- 
ation of the trigeminal nerve at the mental foramen area 
(Lerner et al). 2000;84:103-7 
Shrinkage 
Effect of variable light intensity on composite shrinkage 
(Dennison et al). 2000;84:499-505 
Siloxanes 


Effect of surface treatments on the wettability of vinyl polysilox- 
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ane impression materials (Kess et al). 2000;84:98-102 
Skin transplantation 
Peri-implant skin graft for a craniofacial prosthesis (Anastassov 
and Asher). 2000;84:215-6 
Societies 
The Australian Prosthodontic Society Inc—founded in 1961. 
2000;84:383-6 
Brazilian Society of Oral Rehabilitation—founded in 1977. 
2000;84:377-9 
The British Society for the Study of Prosthetic Dentistry— 
founded in 1953. 2000;84:123-4 
Indian Prosthodontic Society—founded in 1973. 2000;84:249-52 
The Israel Society of Oral Rehabilitation—tounded in 1968. 
2000;84:5-7 
The Japan Prosthodontic Society—founded 
2000;84:380-2 
The Swiss Society for Prosthetic Dentistry—founded in 1980. 
2000;84:253-5 
Solvents 
Effect of adhesive retention on maxillofacial prostheses. Part I: 
skin dressings and solvent removers (Kiat-amnuay et al). 
2000;84:335-40 
irritation test of tissue adhesives for facial prostheses (Dahl and 
Polyzois). 2000;84:453-7 
Spectrometry, x-ray emission 
Use of x-ray photoelectron spectroscopy and cyclic polarization 
to evaluate the corrosion behavior of six nickel-chromium 
alloys before and after porcelain-fused-to-metal firing (Roach 
et al). 2000;84:623-3 
Splints 
Guidelines for splinting implants (Becker et al). 2000;84:210-4 
Prefabricated acrylic resin bars for splinting implant transfer cop 
ings (Dumbrigue et al). 2000;84:108-10 
Sponsoring organization tribute 
American Academy of Implant Prosthodontics—founded in 
1982. 2000;84:481-3 
The Australian Prosthodontic Society Inc—founded in 1961. 
2000;84:383-6 
Brazilian Society of Oral Rehabilitation—founded in 1977. 
2000;84:377-9 
The British Society for the Study of Prosthetic Dentistry— 
founded in 1953. 2000;84:123-4 
Indian Prosthodontic Society—tounded in 1973. 2000;84:249-52 
he Israel Society of Oral Rehabilitation—founded in 1968. 
2000;84:5-7 
The Japan Prosthodontic Society—founded in 
2000;84:380-2 
The Korean Academy of Prosthodontics—founded in 1959. 
2000;84:477-80 
The Swiss Society for Prosthetic Dentistry—founded in 1980. 
2000;84:253-5 
Turkish Prosthodontics and Implantology Association—founded 
in 1976. 2000;84:2-4 
Sports 
Fabrication of a facial shield to prevent facial injuries during 
sporting events: a clinical report (Kaplan et al) 
2000;84:387-9 
Stainless steel 
Torsional resistance of crowns cemented to composite cores 
involving three stainless steel endodontic post designs 
(Cohen et al). 2000;84:38-42 
Stents 
Bilaminar dual-purpose stent for placement of dental implants 
(Cehreli et al). 2000;84:55-8 
Stereotactic radiotherapy 
Adaptation of a relocatable head frame for stereotactic radio- 
therapy (Mathews and Smith). 2000;84:585-8 
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Sterilization 
Sterilization of reusable implant components: a pilot study (Cain 
et al). 2000;84:608-11 
Storage 
Corrosion-fatigue life of commercially pure titanium and Ti-6Al 
4V alloys in different storage environments (Zavanelli et al) 
2000;84:274-9 
Surface 
Changes in the mechanical properties and surface texture of 
compomer immersed in various media (Abu-bakr et al). 
2000;84:444-52 
Surface roughness 
Wear and surface roughness of current prosthetic composites 
after toothbrush/dentifrice abrasion (Tanoue et al) 
2000;84:93-7 
Survival 
Long-term survival of sleeve-designed fixed partial dentures: a 
clinical report (Dimashkich and  Al-Shammery) 
2000;84:59 1 -3 
Swiss Society for Prosthetic Dentistry 
The Swiss Society for Prosthetic Dentistry—founded in 1980 
2000;84:253-5 


Telescopic crowns 
Tooth-supported telescopic prostheses in compromised denti 
tions: a clinical report (Langer and Langer). 2000;84:129-32 
Temperature 
Effect of ring liner and casting ring temperature on the dimen 
sion of cast posts (Del Castillo et al). 2000;84:32-7 
Effect of water temperature during polymerization on strength 
of autopolymerizing resin (Ogawa et al). 2000;84:222-4 
Temporomandibular joint 
Stabilization of measuring device during range of motion evalu 
ation (Robinson and Rivera-Morales). 2000;84:245 
Tensile strength 
Comparison of the tensile bond strength of high-noble, noble, 
and base metal alloys bonded to enamel (Sen et al). 
2000;84:561-6 
Thermal cycling 
Changes in marginal gap size of provisional resin crowns after 
occlusal loading and thermal cycling (Ehrenberg and 
Weiner). 2000;84:139-48 
Tissue adhesives 
Irritation test of tissue adhesives for facial prostheses (Dahl and 
Polyzois ). 2000;84:453-7 
Titanium 
Bond strength of three porcelains to two forms of titanium using 
two firing atmospheres (Atsii and Berksun ). 2000;84:567-74 
Corrosion-fatigue life of commercially pure titanium and Ti-6Al 
4V alloys in different storage environments (Zavanelli et al). 
2000;84:274-9 
Effect of pressure of helium, argon, krypton, and xenon on the 
porosity, microstructure, and mechanical properties of com 
mercially pure titanium castings (Zinelis). 2000;84:575-82 
Prospective clinical 5-year study of ceramic veneered titanium 
restorations with the Procera system (L6évgren et al). 
2000;84:514-21 
A role for surface topography in creating and maintaining bone 
at titanium endosseous implants (Cooper). 2000;84:522-34 
Tooth, artificial 
Trial anterior artificial tooth arrangement for an immediate den 


ture patient: a clinical report (Soni). 2000;84:260-3 
Tooth abrasion 
Accuracy of three corrective techniques for implant bar fabrica 
tion (Romero et al). 2000;84:xxx3 
Correlation of noncarious cervical lesion size and occlusal wear 
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in a single adult over a 14-year time span (Pintado et al). 
2000;84:436-43 
Development and application of a new abrasion testing device 
(Lindquist and Stanford). 2000;84:xxx8 
Wear and surface roughness of current prosthetic composites 
after toothbrush/dentifrice abrasion (Tanoue et al). 
2000;84:93-7 
Tooth eruption 
Analysis of lateral tooth movement during forced orthodontic 
eruption (Ziskind et al). 2000;84:462-6 
Tooth movement 
Analysis of lateral tooth movement during forced orthodontic 
eruption (Ziskind et al). 2000;84:462-6 
Toothbrushing 
Wear and surface roughness of current prosthetic composites after 
toothbrush /dentifrice abrasion (Tanoue et al). 2000;84:93-7 
Topography 
A role for surface topography in creating and maintaining bone 
at titanium endosseous implants (Cooper). 2000;84:522-34 
Torsion 
Torsional resistance of crowns cemented to composite cores 
involving three stainless steel endodontic post designs 
(Cohen et al). 2000;84:38-42 
Toxicity 
Cytotoxicity of dental alloys, metals, and ceramics assessed by 
Millipore filter, agar overlay, and MTT tests (Sj6gren et al). 
2000;84:229-36 
Tracheostomy 
Custom retainer for the Blom-Singer adjustable tracheostoma 
valve (Smith et al). 2000;84:341-4 
Transfer coping 
Prefabricated acrylic resin bars for splinting implant transfer cop 
ings (Dumbrigue et al). 2000;84:108-10 
Transplantation, homologous 


Clinical evaluation of allografts and homografts for restoration of 


missing tooth structure (Della Bona and Boscato). 
2000;84:163-8 
Tray 
Accuracy of casts generated from dual-arch impressions 
Breeding and Dixon). 2000;84:403-7 
Modified custom tray (Ortensi and Strocchi). 2000;84:237-40 
Simple technique for making custom impression trays (Leknius 
and Henderson). 2000;84:371 
Treatment outcome 
Prospective clinical 5-year study of ceramic veneered titanium 
restorations with the Procera system (Lévgren et al) 
2000;84:514-21 
Tributes 
American Academy of Implant Prosthodontics—founded in 
1982. 2000;84:481-3 
The Australian Prosthodontic Society Inc—founded in 1961 
2000;84:383-6 
Brazilian Society of Oral Rehabilitation—founded in 1977 
2000;84:377-9 
The British Society for the Study of Prosthetic Dentistry— 
founded in 1953. 2000;84:123-4 
Indian Prosthodontic Society—founded in 1973. 2000;84:249-52 
The Israel Society of Oral Rehabilitation—founded in 1968 
2000;84:5-7 
The Japan Prosthodontic Society—founded in 1933. 
2000;84:380-2 
The Korean Academy of Prosthodontics—founded in 1959 
2000;84:477-80 
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The Swiss Society for Prosthetic Dentistry—founded in 1980. 
2000;84:253-5 
Turkish Prosthodontics and Implantology Association—founded 
in 1976. 2000;84:2-4 
Trigeminal nerve 
Quantitative sensory nerve conduction threshold (sNCT) evalu 
ation of the trigeminal nerve at the mental foramen area 
(Lerner et al). 2000;84:103-7 
Trismus 
Prosthodontic management of limited oral access after abla 
tive tumor surgery: a clinical report (Cheng et al). 
2000;84:269-73 
Tumors; see Neoplasms 
Turkish Prosthodontics and Implantology Association 
Turkish Prosthodontics and Implantology Association—founded 
in 1976. 2000;84:2-4 


Vv 
Varnish 
Smoothing of soft lining materials with chloroform-based var- 
nish (Pietrokovski). 2000;84:473-4 
Veneers 
Double-layer porcelain veneers: effect of layering on resulting 
veneer color (Zhang et al). 2000;84:425-31 
Influence of post placement in the fracture resistance of 
endodontically treated incisors veneered with direct compos 
ite ( Baratieri et al). 2000;84:180-4 
Marginal-fit and short-term clinical performance of porcelain 
veneered CICERO, CEREC, and Procera onlays (Denissen 
et al). 2000;84:506-13 
Prospective clinical 5-year study of ceramic veneered titanium 
restorations with the Procera system (Lévgren et al). 
2000;84:514-21 
Vertical dimension 
Dimensional accuracy of castings produced with ringless 
and metal ring investment systems (Lombardas et al). 
2000;84:27-31 
Effect of ring liner and casting ring temperature on the dimen 
sion of cast posts (Del Castillo et al). 2000;84:32-7 
Vinyl polysiloxane 
Effect of surface treatments on the wettability of vinyl poly- 
siloxane impression materials ( Kess et al). 2000;84:98-102 


Water 
Eftect of water temperature during polymerization on strength 
of autopolymerizing resin (Ogawa ct al). 2000;84:222-4 
Wear; see Tooth abrasion 
Wettability 
Effect of surface treatments on the wettability of vinyl polysilox 
ane impression materials ( Kess et al). 2000;84:98-102 
Wounds and injuries 
Fabrication of a facial shield to prevent facial injuries during sport 
ing events: a clinical report (Kaplan et al). 2000;84:387-9 
Interdisciplinary treatment of severe maxillofacial trauma: a clin 
ical report (Morton et al). 2000;84:133-5 


xX 
Xenon 
Effect of pressure of helium, argon, krypton, and xenon on 
the porosity, microstructure, and mechanical properties of 
commercially — pure (Zinelis ) 
2000;84:575-82 


titanium castings 
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